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42 USC 604. 


"(A) sTaTELEEThe term !State! means aa 


of the ! 

oles pF ne United States and the District 

Oo olumDia 

"(B) SECRETARYLThe term !Secretarv® 

means the Sec- 

retarv of the Treasurv. 

"(8) ANNUAT. REPORTS The Secretarv§ shall 
annuall iy report 
to the Congress on the status of the Fund. 


"SEC. 404. USE OF GRANTS. 


"(a) GENERAT. RUT. ESmeee bio! to this vart. a 
State whic 
—on is made under gernen 403 may use the gran 


"(1) in anv manner that is reasonablv 


calculated to accom- 
vlish the nurnose of this nart. includina to provide 

ow income 
households with assistance in meeting home 
heatina and cool- 


ing costs: or 
(2) in anv manner that the State was 


authorized to use 
amounts received wee vart A or F. as such 
parts ere in 


"iced an Sentemher 32 to Oos& 
TIMITATION ON USE OF GRANT FOR 
IVE 


ADMINICT 
PURPOSES 
"(1) TIMITATIONZA State to which a arant. is 
made under 
section 403 shall not exnend more than 15 
percent. of the 
grant for adminis ve purposes. 
"(2) EXCEPTION conan (1) shall not oon 
to 
of a arant for information technology ad 
comoputerization 
negded for tracking or_monitorina required bv 
under this 


a 
Rc) AUTHORITY To TREAT INTERSTATE IMMIGRANTS 
UNDER 


RULES OF FORMER STATFIZA Stat@ oneratina a 


proaram funded 
under this pvart mav annlv to a familv the rules 
(includina benefit 
amounts) of the nroaram funded under this nart. of 
another State 
if the familv has moved to the State from the 
other State and 


nea) AUT in the State far lece than 12 manth&l 
) AUTHORITY To USE PORTION OF GRANT FOR OTHER 


POSE S 

HA) Ty IN (GENERALESA State may use not more 
ene of the amount of any grant made to the 
State under 

section 403(a) for a fiscal year to carry out a 
State nroaqram 

pursuant to any or all of the following provisions of 


law 
(A) AM on 
'(B) The Child Care and Develonment 
Block Grant 


Act of 1990. 
"(2) LIMITATION ON AMOUNT TRANSFERABLE TO TITLE 


Xx 
OGRE rene elses paraaranh (1). 
f 


more han 
of the total amount naid to a State under this 


Dart. ; or a 
fiscal vear that is used t@ carrv out State 
proarams pursuant 


to provisions of law snecified in naraaranh (1) 
mav be __use 
oO carrv out State nrggrams pursuant to title XX. 
(3) APPLICABLE RULES 

"(A) IN GENERAL Except as provided in 
subnaraaranvh 
(B) of this naraaranh. anv amount naid to a 


State under 
this nvart that is used to carrv out a State 
proaram pursuant 
to a vrovision of law snecified in naraaranh 
(1) shall not. 
be subiect to the requirements of this nart. 
but shall be 
subiect. to the requirements tha annlv to 
Federal funds 
provided directl® under the vrovision of law 
to Ccarrv out 


the vroaram. and the expenditure of any 
amount so used 


